Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Name of Building District 

(? Convoy Eastern 

] & 3 Ede Road Kowloon City 

] Duddell Street Central & Western 
100 QRC Central & Western 
102 Austin Road Yau Tsim Mong 
1063 King's Road Eastern 

11 MacDonnell Road Central & Western 
111 Lee Nam Road Southern 

12 Shouson Hill Road Central & Western 
127 Repulse Bay Road Southern 
"B Commercial/Industrial/Public Utilities |Tai Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


235 Wing Lok Street Trade Centre Central & Western 
26 Nathan Road Yau Tsim Mong 
28 Hennessy Road Wan Chai 
2990RC Central & Western 
3] Robinson Road Central & Western 
32 Stanley Village Road Southern 

33 Des Voeux Road Central Central & Western 
36A Repulse Bay Road Southern 

39 Conduit Road Central & Western 
51-55 Deep Water Bay Road Southern 

62B Robinson Road Central & Western 
633 King's Road Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


TOCCA - 
Amenities Building, City University 
Aegean Coast Tower 6 Tuen Mun 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Airport World Trade Centre (AWTC) 
Aitken Vanson Centre Kwun Tong 
Alexandra House Central & Western 
Alexandra House Central & Western 
Amoy Gardens Block A Kwun Tong 
Amoy Gardens Block B Kwun Tong 
Amoy Gardens Block C Kwun Tong 
Amoy Gardens Block D Kwun Tong 
Amoy Gardens Block E Kwun Tong 
Amoy Gardens Block F Kwun Tong 
Amoy Gardens Block G Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Amoy Gardens Block S Kwun Tong 
Amoy Plaza Phase 1 Kwun Tong 
Amoy Plaza Phase 2 Kwun Tong 
Amoy Plaza Phase 3 Kwun Tong 
Amoy Plaza Phase 4 Kwun Tong 
Apec Plaza Kwun Tong 
AquaMarine Sham Shui Po 
Ardshiel Central & Western 
Aria Clubhouse Wong Tai Sin 
Aria Tower 1 Wong Tai Sin 
Aria Tower 2 Wong Tai Sin 
Aria Tower 3 Wong Tai Sin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Bayshore Towers Tower 2 
Bayshore Towers Tower 3 
Bayshore Towers Tower 4 
Bayshore Towers Tower 5 
Bayshore Towers Tower 6 
Bayview Mansion Block A 
Bayview Mansion Block B 
BCC Building 

Beacon Lodge 

Beautiful Group Tower 
Bedford 28 


Bel-Air No. 8 


(as at 8 February 2018) 


Central & Western 


Private/HOS Residential Southern 


pana 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Bellagio Tower 9 Tsuen Wan 
Belvedere Square Phase 2 Tsuen Wan 
Belvedere Square Phase 3 Tsuen Wan 
Benson Tower Kwun Tong 
Berkshire House Eastern 
Beverly Hill Block A Wan Chai 
Beverly Hill Block B Wan Chai 
Beverly Hill Block C Wan Chai 
Beverly Hill Block D Wan Chai 
Beverly Hill Block E Wan Chai 
Beverly Hill Block F Wan Chai 
Beverly Hill Block G Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Beverly Villas Tower 6 Kowloon City 
Beverly Villas Tower 7 Kowloon City 
Beverly Villas Tower 8 Kowloon City 
Beverly Villas Tower 9 Kowloon City 
Billion Centre Kwun Tong 
Billion Plaza Sham Shui Po 
Billion Plaza 2 Sham Shui Po 
Billion Trade Centre Kwun Tong 
Bio-Informatics Centre Tai Po 
Birchwood Place Central & Western 
Bisney Terrace Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Braemar Hill Mansions Block 2 
Braemar Hill Mansions Block 3 Eastern 
Braemar Hill Mansions Block 4 Eastern 
Braemar Hill Mansions Block 5 Eastern 
Braemar Hill Mansions Block 6 Eastern 
Braemar Hill Mansions Block 7 Eastern 
Braemar Hill Mansions Block 8 Eastern 
Braemar Hill Mansions Block 9 Eastern 
Branksome Crest Central & Western 
British Consulate General Development Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Caine Building Central & Western 
Caltex House Wan Chai 
Cambridge House Eastern 
Capital Trade Centre Kwun Tong 
Cardinal Industrial Building North 
Caribbean Coast Tower 1 Islands 
Caribbean Coast Tower 10 Islands 
Caribbean Coast Tower 11 Islands 
Caribbean Coast Tower 12 Islands 
Caribbean Coast Tower 15 Islands 
Caribbean Coast Tower 16 Islands 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Caritas Medical Centre Wai Oi Block Sham Shui Po 
Caritas Medical Centre Wai Shun Block Sham Shui Po 
Caritas Medical Centre Wai Yee Block Sham Shui Po 
Carmel-on-the-Hill Kowloon City 
CASA 880 Eastern 

Casa MarinaI Tai Po 

Casa Marina II Tai Po 
Cathay Pacific Cargo Terminal Islands 
Causeway Bay PlazaI Wan Chai 
Causeway Centre Block B Wan Chai 
Causeway Centre Block C Wan Chai 
Causeway Corner Hotel Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Central Park Towers Tower 1 Yuen Long 
Central Park Towers Tower 2 Yuen Long 
Central Park Towers Tower 2 Yuen Long 
Central Park Towers Tower 3 Yuen Long 
Central Park Towers Tower 3 Yuen Long 
Central Park Towers Tower 5 Yuen Long 
Central Park Towers Tower 5 Yuen Long 
Central Park Towers Tower 6 Yuen Long 
Central Park Towers Tower 6 Yuen Long 
Central Park Towers Tower 7 Yuen Long 
Central Park Towers Tower 7 Yuen Long 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Cheong Shing Industrial Building Yau Tsim Mong 
Cheung Kong Center Central & Western 
Chevalier Commercial Centre Kwun Tong 
Chevalier Engineering Service Centre Kwun Tong 
Chevalier House Yau Tsim Mong 
Chi Fu Fa Yuen Fu Chak Yuen Southern 

Chi Fu Fa Yuen Fu Cheong Yuen Southern 

Chi Fu Fa Yuen Fu Chun Yuen Southern 

Chi Fu Fa Yuen Fu Fai Yuen Southern 

Chi Fu Fa Yuen Fu Heng Yuen Southern 

Chi Fu Fa Yuen Fu Hing Yuen Southern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Chi Fu Fa Yuen Fu Yat Yuen 
Chi Fu Fa Yuen Fu Yi Yuen Southern 

Chi Fu Fa Yuen Fu Yip Yuen Southern 

Chi Fu Landmark Southern 

Chief Executive's Office Wan Chai 

China Insurance Group Building Central & Western 
China Life Centre Yau Tsim Mong 
China Minmetals Tower Yau Tsim Mong 
China Minmetals Tower Yau Tsim Mong 
(o es International Global Network Sung 

China Taiping Tower Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Chinachem Tower Central & Western 
Chinachem Tsuen Wan Plaza Tsuen Wan 
Chivas Godown Eastern 
Cho Yiu Chuen Chung Ling Sheh Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block A Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block B Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block C Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block D Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block E Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block F Kwai Tsing 
Cho Yiu Chuen Kai Chun Lau Kwai Tsing 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Choi Ming Court Choi Lau House 
Choi Ming Court Choi Mui House Sai Kung 

Choi Ming Court Choi Pak House Sai Kung 

Choi Ming Court Choi To House Sai Kung 

Choi Ming Court Choi Wing House Sai Kung 

Choi Ming Court Choi Yeung House Sai Kung 

Choi Ming Court Choi Yiu House Sai Kung 

Chong Hing Bank Centre Central & Western 
Chow Tai Fook Centre Yau Tsim Mong 
EE. Family Service Centre Headguarters Kwan Teng 
Chuan Kei Factory Building Kowloon City 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


CITIC Telecom Tower Kwun Tong 
CITIC Tower Central & Western 
Citicorp Centre Central & Western 
City Garden Block 1 Eastern 

City Garden Block 10 Eastern 

City Garden Block 11 Eastern 

City Garden Block 12 Eastern 

City Garden Block 13 Eastern 

City Garden Block 14 Eastern 

City Garden Block 2 Eastern 

City Garden Block 3 Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Cityplaza Three Eastern 

Cliff, Highlands, Cloudland Central & Western 
Clovelly Court Central & Western 
CLP Power Hong Kong Limited-Shatin Centre Sha Tin 

ae Hong Kong Ltd - Shamshuipo Sham Shui Po 
Club Bel-Air Peak Wing Southern 

Club Bel-Air Peak Wing Southern 

Club House, Le Prestige Sai Kung 

Club Lusitano Central & Western 
Clubhouse, One Beacon Hill Kowloon City 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Como Como Hollywood Central & Western 
Concordia Plaza Yau Tsim Mong 
Conduit 18 Central & Western 
Congregation House Wan Chai 

Conic Investment Building Kowloon City 
Connaught Garden Tower 1 Central & Western 
Connaught Garden Tower 2 Central & Western 
Connaught Garden Tower 3 Central & Western 
Constellation Cove Tai Po 
Convention Plaza - Office Tower Wan Chai 
Convention Plaza - Shopping Arcade Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Cyberport Arcade Southern 
Dah Sing Financial Centre Wan Chai 
Dawning Views Plaza North 
Deer Hill Bay Club House Tai Po 
Deer Hill Bay Retail Complex Tai Po 
Deer Hill Bay Tower 1 Tai Po 
Deer Hill Bay Tower 10 Tai Po 
Deer Hill Bay Tower 11 Tai Po 
Deer Hill Bay Tower 2 Tai Po 
Deer Hill Bay Tower 3 Tai Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Dragons Range Court A Tower 2 
Dragons Range Court B Tower 1 Sha Tin 
Dragons Range Court B Tower 2 Sha Tin 
Dragons Range Court B Tower 3 Sha Tin 
Dragons Range Court C Tower 1 Sha Tin 
Dragons Range Court C Tower 2 Sha Tin 
Dragons Range Court C Tower 3 Sha Tin 
Dragons Range Court D Tower 1 Sha Tin 
Dragons Range Court D Tower 2 Sha Tin 
Dynasty Court Club Royal Central & Western 
Dynasty Court Tower 1 Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


East Point City Block 6 Sai Kung 

East Point City Block 7 Sai Kung 

East Point City Block 8 Sai Kung 
Eastern Sea Industrial Building Kwai Tsing 
Eastman Court Wan Chai 

Eaton Hong Kong Yau Tsim Mong 
Edinburgh Tower Central & Western 
Eight Kwai Fong Street Eastern 
Eu wi Mechanical Services Department Kwan Tong 
ELEMENTS Yau Tsim Mong 
Empire Centre Commercial/Industrial/Public Utilities | Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Ever Gain Centre 

Ever Gain Plaza Tower 1 
Ever Gain Plaza Tower 2 
Everwin Centre 

Fairlane Tower 

Fairmont House 

Fanling Centre Shopping Arcade 
Fanling Town Centre 
Favor Industrial Centre 
Festival City Phase 1 
Festival City Phase 2 


Festival City Phase 3 


(as at 8 February 2018) 


Central & Western 
Central & Western 


Private/HOS Residential Sha Tin 


nico 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Flora Plaza Block 9 North 

Fo Tan Industrial Centre Sha Tin 

Fo Tan Railway House Sha Tin 

Focal Industrial Centre Block A Kowloon City 
Focal Industrial Centre Block B Kowloon City 
Fontaine Building Yau Tsim Mong 
Fook Chi Building Kowloon City 
Fook Hong Industrial Building Kwun Tong 
Fook Yee Garden Yau Tsim Mong 
Ford Glory Plaza Sham Shui Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Fu Keung Court Fu Nga House 

Fu Keung Court Fu Wo House 

Fu Keung Court Fu Yat House 

Fu Tai Shopping Centre 

Fun Tower 

FWD Financial Centre 
GardenEast Serviced Apartments 
Gardenview Heights 

Gateway Apartments Hampton Court 
Gateway Apartments Sutton Court 
Gateway ts 


GD Real Estate Tower 


(as at 8 February 2018) 


Central & Western 
Central & Western 
Central & Western 


Commercial/Industrial/Public Utilities |Central & Western 


Fontaine 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Golden Industrial Building 
Goldwin Heights 
Goodluck Industrial Centre 
Gough Hill Residences 
Gramercy 

Grand Austin Clubhouse 
Grand Austin Tower 1 
Grand Austin Tower 2 
Grand Austin Tower 3 
Grand Austin Tower 5 
Grand Central Plaza Tower 1 


Grand Central Plaza Tower 2 


(as at 8 February 2018) 


Central & Western 
Central & Western 
Central & Western 


Commercial/Industrial/Public Utilities |Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Grand Right Centre Yau Tsim Mong 
Grand Waterfront Block 1 Kowloon City 
Grand Waterfront Block 2 Kowloon City 
Grand Waterfront Block 3 Kowloon City 
Grand Waterfront Block 5 Kowloon City 
Grand Waterfront Block 6 Kowloon City 
Grand Waterfront Plaza Kowloon City 
Grandion Plaza Sham Shui Po 
Grandtech Centre Sha Tin 

Great Eagle Centre Wan Chai 
Greenfield Garden Block 1 Kwai Tsing 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Habour Pinnacle Yau Tsim Mong 
Hanford Commercial Centre (New Building) Yau Tsim Mong 
Hanford Commercial Centre (Old Building) Yau Tsim Mong 
Hanford Plaza Tuen Mun 

Hang King Garden Kwai Tsing 
Hang Seng 113 Yau Tsim Mong 
Hang Seng Headquarters Building Central & Western 
Harbour Centre Wan Chai 
Harbour Centre Tower 1 Kowloon City 
Harbour Centre Tower 2 Kowloon City 
Harbour Green Sham Shui Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Harbour Place Tower 7 Kowloon City 
Haven of Hope Hospital Sai Kung 
Headland Hotel Islands 
Helene Tower Southern 
Heng Fa Chuen Block 1 Eastern 
Heng Fa Chuen Block 10 Eastern 
Heng Fa Chuen Block 11 Eastern 
Heng Fa Chuen Block 12 Eastern 
Heng Fa Chuen Block 13 Eastern 
Heng Fa Chuen Block 15 Eastern 
Heng Fa Chuen Block 16 Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Heng Fa Chuen Block 28 Eastern 
Heng Fa Chuen Block 29 Eastern 
Heng Fa Chuen Block 3 Eastern 
Heng Fa Chuen Block 30 Eastern 
Heng Fa Chuen Block 31 Eastern 
Heng Fa Chuen Block 32 Eastern 
Heng Fa Chuen Block 33 Eastern 
Heng Fa Chuen Block 34 Eastern 
Heng Fa Chuen Block 35 Eastern 
Heng Fa Chuen Block 36 Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Heng Fa Chuen Block 48 


Heng Fa Chuen Block 49 


Heng Fa Chuen Block 5 


Heng Fa Chuen Block 50 


Heng Fa Chuen Block 6 


Heng Fa Chuen Block 7 


Heng Fa Chuen Block 8 


Heng Fa Chuen Block 9 


Heng Fa Chuen Club House 


Henredon Court 


HighCliff 


Hill Paramount 


(as at 8 February 2018) 


Central & Western 
Central & Western 


Private/HOS Residential Sha Tin 


Hin Ming Court Private/HOS Residential 
Hing Yip Commercial Centre Commercial/Industrial/Public Utilities |Central & Western 
Hip Kwan Commercial Building Commercial/Industrial/Public Utilities | Yau Tsim Mong 
Hip Shing Hong Centre Commercial/Industrial/Public Utilities |Central & Western 
Hiu Lai Shopping Centre Commercial/Industrial/Public Utilities 
HKEx Data Centre Commercial/Industrial/Public Utilities 
HKIA Tower Commercial/Industrial/Public Utilities 
EDE DIN ELE DE bes Commercial/Industrial/Public Utilities 
Centre 

in pan DERI OD AN ES Commercial/Industrial/Public Utilities |Eastern 

Education Island East Campus 


HKU SPACE, Kowloon East Campus 





Commercial/Industrial/Public Utilities 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Hoc Tam Garden Eastern 

Hoi Fu Shopping Centre Yau Tsim Mong 
Hollywood Centre Central & Western 
Hollywood Terrace Central & Western 
Homan Villa Yau Tsim Mong 
Homestead Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Hong Kong Pacific Centre Yau Tsim Mong 
Hong Kong Park Sports Centre Central & Western 
Hong Kong Red Cross Headquarters Yau Tsim Mong 
Hong Kong Sanatorium & Hospital Wan Chai 

Hong Kong Spinners Industrial Building Phase Sham Shui Po 
Hong Kong Squash Centre Central & Western 
Hong Kong Worsted Mills Insdustrial Building Kwai Tsing 

Hong Nga Court Heng Nga House Kwun Tong 

Hong Nga Court Lai Nga House Kwun Tong 

Hong Nga Court Tao Nga House Kwun Tong 

Hong Pak Court Cheung Pak House Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Hongway Garden Block B Central & Western 
Hopewell Centre Central & Western 
House A, 36 Island Road Southern 

House B, 36 Island Road Southern 

HSBC Building Kowloon Bay Kwun Tong 
HSBC Building Mongkok Yau Tsim Mong 
HSBC Building Shek Mun Sha Tin 

HSBC Building Tseung Kwan O Sai Kung 

HSBC Building Tsim Sha Tsui Yau Tsim Mong 
HSBC Center Building Sham Shui Po 
HSBC Main Building Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Illumination Terrace Block 2 Wan Chai 
Imperial Cullinan Clubhouse Yau Tsim Mong 
Imperial Cullinan Tower 1 Yau Tsim Mong 
Imperial Cullinan Tower 2 Yau Tsim Mong 
Imperial Cullinan Tower 3 Yau Tsim Mong 
Imperial Cullinan Tower 6 Yau Tsim Mong 
Imperial Cullinan Tower 8 Yau Tsim Mong 
Infinitus Plaza Central & Western 
Infotech Centre Kwun Tong 
InnoCentre Kowloon City 
International Commerce Centre Yau Tsim Mong 
International Trade Centre Commercial/Industrial/Public Utilities [Tsuen Wan 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Island Harbourview Block 8 Yau Tsim Mong 
Island Harbourview Block 9 Yau Tsim Mong 
Island Harbourview Club House Yau Tsim Mong 
Island Lodge Eastern 

Island Pacific Hotel Central & Western 
J Residence Central & Western 
Jardine House Central & Western 
Jat Min Chuen Ming Shun Lau (High Block) Sha Tin 

Jat Min Chuen Ming Shun Lau (Low Block) Sha Tin 

Jat Min Chuen Ming Yan Lau (High Block) Sha Tin 

Jat Min Chuen Ming Yan Lau (Low Block) Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Kam Tai Court Kam Hing House 
Kam Tai Court Kam Kei House 
Kam Tai Court Kam Wei House 
Katherine House 

Kennedy Heights 

Kenning Industrial Building 
Kerry Centre 

Kin Sang Estate Hong Sang House 
Kin Sang Estate Lok Sang House 
Kin Sang Estate Tai Sang House 
Kin Sang Estate Yue Sang House 


King Palace Plaza 


(as at 8 February 2018) 


Central & Western 


Commercial/Industrial/Public Utilities |Kwun Tong 


eem TI 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Kingston Terrace Block 1 
Kingston Terrace Block 2 Tuen Mun 
Kingston Terrace Block 3 Tuen Mun 
Kingston Terrace Block 4 Tuen Mun 
Kingswood Villas Chestwood Court Block 1 Yuen Long 
Kingswood Villas Chestwood Court Block 2 Yuen Long 
Kingswood Villas Chestwood Court Block 3 Yuen Long 
Kingswood Villas Chestwood Court Block 4 Yuen Long 
Kingswood Villas Chestwood Court Block 5 Yuen Long 
Kingswood Villas Chestwood Court Block 6 Yuen Long 
Kingswood Villas Kenswood Court Block 1 Yuen Long 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Kingswood Villas Kenswood Court Block 8 Yuen Long 
Kingswood Villas Kenswood Court Block 9 Yuen Long 
Kingswood Villas Locwood Court Block 1 Yuen Long 
Kingswood Villas Locwood Court Block 10 Yuen Long 
Kingswood Villas Locwood Court Block 11 Yuen Long 
Kingswood Villas Locwood Court Block 12 Yuen Long 
Kingswood Villas Locwood Court Block 13 Yuen Long 
Kingswood Villas Locwood Court Block 14 Yuen Long 
Kingswood Villas Locwood Court Block 2 Yuen Long 
Kingswood Villas Locwood Court Block 3 Yuen Long 
Kingswood Villas Locwood Court Block 4 Yuen Long 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Kingswood Villas Lynwood Court Block 6 Yuen Long 
Kingswood Villas Lynwood Court Block 7 Yuen Long 
Kingswood Villas Lynwood Court Block 8 Yuen Long 
Kingswood Villas Lynwood Court Block 9 Yuen Long 
Kingswood Villas Maywood Court Block 1 Yuen Long 
Kingswood Villas Maywood Court Block 2 Yuen Long 
Kingswood Villas Maywood Court Block 3 Yuen Long 
Kingswood Villas Maywood Court Block 4 Yuen Long 
Kingswood Villas Maywood Court Block 5 Yuen Long 
Kingswood Villas Maywood Court Block 6 Yuen Long 
Kingswood Villas Maywood Court Block 7 Yuen Long 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


KOLOUR - Tsuen Wan I Tsuen Wan 
Kolour.Tsuen Wan II Tsuen Wan 
Kolour * Yuen Long Yuen Long 
Kornhill Garden Block 1 Eastern 
Kornhill Garden Block 10 Eastern 
Kornhill Garden Block 2 Eastern 
Kornhill Garden Block 3 Eastern 
Kornhill Garden Block 4 Eastern 
Kornhill Garden Block 5 Eastern 
Kornhill Garden Block 6 Eastern 
Kornhill Garden Block 7 Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


La Place de Victoria Eastern 

La Rossa A (Block 7) Coastal Skyline Islands 

La Rossa A (Block 7) Coastal Skyline Islands 

La Rossa B (Block 8) Coastal Skyline Islands 

La Rossa B (Block 8) Coastal Skyline Islands 
Laguna City Block 20 Kwun Tong 
Laguna Verde Tower 1 Kowloon City 
Laguna Verde Tower 10 Kowloon City 
Laguna Verde Tower 11 Kowloon City 
Laguna Verde Tower 12 Kowloon City 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Laguna Verde Tower 23 Kowloon City 
Laguna Verde Tower 23A Kowloon City 
Laguna Verde Tower 25 Kowloon City 
Laguna Verde Tower 3 Kowloon City 
Laguna Verde Tower 4 Kowloon City 
Laguna Verde Tower 5 Kowloon City 
Laguna Verde Tower 6 Kowloon City 
Laguna Verde Tower 7 Kowloon City 
Laguna Verde Tower 8 Kowloon City 
Laguna Verde Tower 9 Kowloon City 
Lai Kok Shopping Centre Sham Shui Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Langham Place Retail Tower Yau Tsim Mong 
Laws Commercial Plaza Sham Shui Po 
Le Billionnaire Kowloon City 
Le Bleu Duex Block 1 Islands 

Le Bleu Duex Block 1 Islands 

Le Bleu Duex Block 2 Islands 

Le Bleu Duex Block 2 Islands 

Le Bleu Duex Block 3 Islands 

Le Bleu Duex Block 3 Islands 

Le Bleu Duex Block 5 Islands 

Le Bleu Duex Block 5 Islands 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Leader Industrial Centre Block 2 Tsuen Wan 
LeDiamant Yau Tsim Mong 
Lee Garden Five Wan Chai 

Lee Garden One Wan Chai 

Lee Garden Six Wan Chai 

Lee Gardens Apartments Wan Chai 

Lee Gardens Two Wan Chai 

Lee On Shopping Centre Sha Tin 

Lee Theatre Plaza Wan Chai 
Legend Tower Kwun Tong 
Legislative Council Complex Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Liberte Block 1 Sham Shui Po 
Liberte Block 2 Sham Shui Po 
Liberte Block 3 Sham Shui Po 
Liberte Block 5 Sham Shui Po 
Liberte Block 6 Sham Shui Po 
Liberte Block 7 Sham Shui Po 
Liberte Block 8 Sham Shui Po 
Liberte Club House Sham Shui Po 
Liberte Shopping Centre Sham Shui Po 
Lido Garden Block 1 Tsuen Wan 

Lido Garden Block 2 Tsuen Wan 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Lippo Sun Plaza Yau Tsim Mong 
LKF 29 Central & Western 
Lladro Building Kwun Tong 
Lok Man Sun Chuen Block AB Kowloon City 
Lok Man Sun Chuen Block C Kowloon City 
Lok Man Sun Chuen Block D Kowloon City 
Lok Man Sun Chuen Block E Kowloon City 
Lok Man Sun Chuen Block F Kowloon City 
Lok Man Sun Chuen Block G Kowloon City 
Lok Man Sun Chuen Block H Kowloon City 
Lok Man Sun Chuen Block I Kowloon City 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Luk Yeung Sun Chuen Block H Tsuen Wan 
Luk Yeung Sun Chuen Block J Tsuen Wan 
Luk Yeung Sun Chuen Block K Tsuen Wan 
Luk Yeung Sun Chuen Block L Tsuen Wan 
Luk Yeung Sun Chuen Block M Tsuen Wan 
Luk Yeung Sun Chuen Block N Tsuen Wan 
Luk Yeung Sun Chuen Block P Tsuen Wan 
Luk Yeung Sun Chuen Block Q Tsuen Wan 
Luk Yeung Sun Chuen Block R Tsuen Wan 
Luk Yeung Sun Chuen Block S Tsuen Wan 
Lung Fung Garden Block A, B & C North 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Main Office Building Kwai Tsing 
Majestic Court Wan Chai 

Man Yee Building Central & Western 
Manhattan Centre Kwai Tsing 
Manhattan Hill (Residential - Block 1) Sham Shui Po 
Manhattan Hill (Residential - Block 2) Sham Shui Po 
Manhattan Hill (Residential - Block 3) Sham Shui Po 
Manhattan Hill (Residential - Block 5) Sham Shui Po 
Manhattan Hill (Residential - Block 6) Sham Shui Po 
Manhattan Place Kwun Tong 
Manning House Central & Western 
Manulife Financial Centre Commercial/Industrial/Public Utilities |Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


MegaBox - Office Tower 2 Kwun Tong 
MegaBox - Shopping Mall Kwun Tong 
Mei Chung Court Fu Chung House Sha Tin 
Mei Chung Court Hing Chung House Sha Tin 
Mei Chung Court Hong Chung House Sha Tin 
Mei Chung Court Lai Chung House Sha Tin 
Mei Chung Court Lok Chung House Sha Tin 
Mei Chung Court Shing Chung House Sha Tin 
eats Cm Ee N South 
Mei Lam Commercial Centre Sha Tin 
Metro City Phase 1 Tower 1 Sai Kung 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Metro City Phase II Tower 5 
Metro City Phase II Tower 6 Sai Kung 

Metro City Phase II Tower 7 Sai Kung 

Metro City Phase II Tower 8 Sai Kung 

Metro City Phase II Tower 9 Sai Kung 

Metro City Plaza II Sai Kung 

Metro City Plaza III Sai Kung 

Metro Harbour Plaza Yau Tsim Mong 
Metro Harbourview Block 1 Yau Tsim Mong 
Metro Harbourview Block 10 Yau Tsim Mong 
Metro Harbourview Block 2 Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Metro Town Tower 3 Sai Kung 

Metro Town Tower 5 Sai Kung 

Metro Town Tower 6 Sai Kung 

Metro Town Tower 7 Sai Kung 

Metro Town Tower 8 Sai Kung 

Metro Town Tower 9 Sai Kung 
METRO6 Kowloon City 
Metroplaza Tower I Kwai Tsing 
Metroplaza Tower II Kwai Tsing 
Metropole Building Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Milo's Industrial Building Kwai Tsing 
Ming Tak Centre Sham Shui Po 
Miramar Shopping Centre Extension Yau Tsim Mong 
Miramar Shopping Centre/Tower Yau Tsim Mong 
Mita Centre Kwai Tsing 
Monmouth Villa Wan Chai 
Monmouth Villa Wan Chai 

Mont Vert Clubhouse Tai Po 

Mont Vert Tower 1 Tai Po 

Mont Vert Tower 2 Tai Po 

Mont Vert Tower 3 Tai Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Monte Vista Block 2 Sha Tin 
Monte Vista Block 3 Sha Tin 
Monte Vista Block 5 Sha Tin 
Monte Vista Block 6 Sha Tin 
Monte Vista Block 7 Sha Tin 
Monte Vista Block 8 Sha Tin 
Monte Vista Block 9 Sha Tin 
Montery Plaza Kwun Tong 
Monticello Wan Chai 
Morrison Plaza Southern 
Mount One North 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


New Commerce Centre 

New Mandarin Plaza 

New Mansion 

New Tech Plaza 

Nexxus Building 

Nina Tower 

Nine Queen's Road Central 
Ning Yeung Terrace Block A 
Ning Yeung Terrace Block B 
No. 1 Ho Man Tin Hill 

No. 1 Star Street 


No. 2 Park Road 


(as at 8 February 2018) 


Central & Western 
Central & Western 
Central & Western 
Central & Western 
Central & Western 


Private/HOS Residential Central & Western 


freni 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Nob Hill Tower 2 Kwai Tsing 
Nob Hill Tower 3 Kwai Tsing 
Noble Hill Club House North 

Noble Place Tower 1 Tuen Mun 
Noble Place Tower 2 Tuen Mun 
Novel Industrial Building Sham Shui Po 
Novotel Citygate Hong Kong Islands 

Novotel Nathan Road Kowloon Hong Kong Yau Tsim Mong 
NTT Communications Corporation Commercial/Industrial/Public Utilities |Sai Kung 


Office of the Commissioner of the Ministry of 
Foreign Affairs of the PRC in the HKSAR Commercial/Industrial/Public Utilities |Central & Western 
(Office Quarter) 


Office of the Commissioner of the Ministry of 
Foreign Affairs of the PRC in the HKSAR Commercial/Industrial/Public Utilities |Central & Western 
(Staff Quarter) 


OfficePlus @ Prince Edward Commercial/Industrial/Public Utilities | Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Old Peak Mansion Central & Western 
Olympic Godown Kwun Tong 
Olympic House Wan Chai 

On Loong Commercial Building Wan Chai 

On Ning Garden Block 1 Sai Kung 

On Ning Garden Block 2 Sai Kung 

On Ning Garden Block 3 Sai Kung 

On Ning Garden Block 4 Sai Kung 

On Ning Garden Block 5 Sai Kung 

On Ning Garden Block 6 Sai Kung 

ONE ELEVEN Central & Western 
One Exchange Square Commercial/Industrial/Public Utilities |Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Orient Crest Central & Western 
Overseas Trust Bank Building Wan Chai 

Oxford House Eastern 

Pacific Club Kowloon Yau Tsim Mong 
Pacific Place Central & Western 
Pacific Place Apartments Central & Western 
Pacific View Southern 

Panda Hotel Tsuen Wan 

Panda Place Tsuen Wan 
Paradise Mall Eastern 

Paradise Square Yau Tsim Mong 
Parc Royale Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Park Island Block 2 Islands 
Park Island Block 20 Islands 
Park Island Block 21 Islands 
Park Island Block 22 Islands 
Park Island Block 23 Islands 
Park Island Block 25 Islands 
Park Island Block 26 Islands 
Park Island Block 27 Islands 
Park Island Block 28 Islands 
Park Island Block 29 Islands 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Park Island Green Green Club 
Park Island Phase 6 Islands 
Park Signature Tower 1 Yuen Long 
Park Signature Tower 10 Yuen Long 
Park Signature Tower 2 Yuen Long 
Park Signature Tower 3 Yuen Long 
Park Signature Tower 5 Yuen Long 
Park Signature Tower 6 Yuen Long 
Park Signature Tower 7 Yuen Long 
Park Signature Tower 8 Yuen Long 
Park Signature Tower 9 Yuen Long 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Peninsula Heights Block A & Block B 


Perfect Mount Gardens Block A 


Perfect Mount Gardens Block B 


Perfect Mount Gardens Block C 


Perfect Mount Gardens Block D 


Perfect Mount Gardens Block E 


Philips Electronics Building 


Photonics Centre 

Pictorial Garden Phase III Hillview Court 
Pictorial Garden Phase III Iris Court 
Pictorial Garden Phase III Juniper Court 


Pilkem Commercial Centre 


(as at 8 February 2018) 


Commercial/Industrial/Public Utilities | Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Po Lam Estate Po Kan House West 
Po Lam Estate Po Kim House Sai Kung 

Po Lam Estate Po Ning House East Sai Kung 

Po Lam Estate Po Ning House West Sai Kung 

Po Lam Estate Po Tai House Sai Kung 

Po Lam Estate Po Tak House Sai Kung 

Po Lam Estate Po Yan House Sai Kung 

Po Ming Court Po Chung House Sai Kung 

Po Ming Court Po Pak House Sai Kung 

Po Tat Shopping Centre Kwun Tong 
President Commercial Centre Commercial/Industrial/Public Utilities | Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Printing House Central & Western 
Prosperity Tower Eastern 
Prosperous Garden Block 5 Yau Tsim Mong 
Prudential Tower Yau Tsim Mong 
QRE Plaza Wan Chai 

Queen Elizabeth Hospital Block ACC Yau Tsim Mong 
Queen Elizabeth Hospital Block BSU Yau Tsim Mong 
Queen Elizabeth Hospital Block D Yau Tsim Mong 
Queen Elizabeth Hospital Block GNS Yau Tsim Mong 
Queen Elizabeth Hospital Block HQ Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Ravana Garden Block 4 Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Rhine Terrace Tsuen Wan 
Rhythm Garden (Block 11) Wong Tai Sin 
Richland Gardens Block 1 Kwun Tong 
Richland Gardens Block 10 Kwun Tong 
Richland Gardens Block 11 Kwun Tong 
Richland Gardens Block 12 Kwun Tong 
Richland Gardens Block 13 Kwun Tong 
Richland Gardens Block 14 Kwun Tong 
Richland Gardens Block 15 Kwun Tong 
Richland Gardens Block 16 Kwun Tong 
Richland Gardens Block 17 Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Richland Gardens Block 8 Kwun Tong 
Richland Gardens Block 9 Kwun Tong 
Richwealth Industrial Building Tsuen Wan 
Richwealth Industrial Building Tsuen Wan 
Ridgeway Central & Western 
Righteous Centre Yau Tsim Mong 
Riviera Gardens Tower 15 Tsuen Wan 
Riviera Gardens Tower 21 Tsuen Wan 
Riviera Gardens Tower 7 Tsuen Wan 
Robinson Heights Block 1 Central & Western 
Robinson Heights Block 2 Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Rosedale Hotel Kowloon Yau Tsim Mong 
Rowen Court Central & Western 
Royal Ascot Block 1 Sha Tin 

Royal Ascot Block 10 Sha Tin 

Royal Ascot Block 11 Sha Tin 

Royal Ascot Block 2 Sha Tin 

Royal Ascot Block 3 Sha Tin 

Royal Ascot Block 5 Sha Tin 

Royal Ascot Block 6 Sha Tin 

Royal Ascot Block 7 Sha Tin 

Royal Ascot Block 8 Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Royal Sea Crest Tower 2 Tsuen Wan 
Royal Terrace Eastern 
Ruby Court Southern 
Ruttonjee House Central & Western 
Rykadan Capital Tower Kwun Tong 
S.K.H. Chai Wan St. Michael's Primary School Eastern 
Saddle Ridge Garden Block 1 Sha Tin 
Saddle Ridge Garden Block 10 Sha Tin 
Saddle Ridge Garden Block 11 Sha Tin 
Saddle Ridge Garden Block 12 Sha Tin 
Saddle Ridge Garden Block 2 Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Sausalito Tower 5 Sha Tin 

Sausalito Tower 6 Sha Tin 

Sausalito Tower 7 Sha Tin 

Sceneway Garden Block 1 Kwun Tong 
Sceneway Garden Block 10 Kwun Tong 
Sceneway Garden Block 11 Kwun Tong 
Sceneway Garden Block 12 Kwun Tong 
Sceneway Garden Block 13 Kwun Tong 
Sceneway Garden Block 14 Kwun Tong 
Sceneway Garden Block 15 Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Seaview Crescent Block 1 
Seaview Crescent Block 2 Islands 

Seaview Crescent Block 3 Islands 

Seaview Crescent Block 5 Islands 

Seaview Crescent Club House Islands 

Security Building Kwai Tsing 
Serenade Tower 1 Wan Chai 
Serenade Tower 2 Wan Chai 

Serene Court Central & Western 
Sha Kok Commercial Centre Sha Tin 

Sha Tau Kok Chuen Block 1 North 

Sha Tau Kok Chuen Block 10 North 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Sha Tau Kok Chuen Block 20 
Sha Tau Kok Chuen Block 21 North 
Sha Tau Kok Chuen Block 22 North 
Sha Tau Kok Chuen Block 23 North 
Sha Tau Kok Chuen Block 24 North 
Sha Tau Kok Chuen Block 25 North 
Sha Tau Kok Chuen Block 26 North 
Sha Tau Kok Chuen Block 27 North 
Sha Tau Kok Chuen Block 28 North 
Sha Tau Kok Chuen Block 29 North 
Sha Tau Kok Chuen Block 3 North 
Sha Tau Kok Chuen Block 30 North 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Sha Tau Kok Chuen Block 40 
Sha Tau Kok Chuen Block 41 North 
Sha Tau Kok Chuen Block 42 North 
Sha Tau Kok Chuen Block 43 North 
Sha Tau Kok Chuen Block 44 North 
Sha Tau Kok Chuen Block 45 North 
Sha Tau Kok Chuen Block 46 North 
Sha Tau Kok Chuen Block 47 North 
Sha Tau Kok Chuen Block 48 North 
Sha Tau Kok Chuen Block 49 North 
Sha Tau Kok Chuen Block 5 North 
Sha Tau Kok Chuen Block 50 North 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Shatin Heights Block B Sha Tin 

Shatin Heights Block C Sha Tin 

Shatin Heights Block D Sha Tin 

Shatin Heights Block E Sha Tin 

Shatin Heights Block F Sha Tin 

Shatin Heights Block G Sha Tin 

Shatin Heights Block H Sha Tin 

Shatin Plaza Shopping Arcade Sha Tin 

Sheung Shui Centre North 

Shining Heights Yau Tsim Mong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Siu Sai Wan Plaza Commercial/Industrial/Public Utilities |Eastern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Sorrento Tower 5 

Sorrento Tower 6 

South Asia Commercial Centre 
South Crest 

South Horizons 

Southeast Industrial Building 
St. John's Building 

St. Paul's Terrace 

Standard Chartered Bank Building 
Stanford Hillview Hotel 
Stanford Hotel 


Stanley Plaza 


(as at 8 February 2018) 


Central & Western 
Central & Western 
Central & Western 


Commercial/Industrial/Public Utilities |Southern 


fa ooo 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Sun Hung Kai Centre Wan Chai 

Sun Hung Kai Logistics Centre (Shatin) Sha Tin 

Sun Life Tower Yau Tsim Mong 
Sun Tuen Mun Shopping Centre Tuen Mun 
Sungib Industrial Centre Southern 
Sunlight Tower Central & Western 
Sunshine Bazaar Sha Tin 
Sunshine City Phase 2 Block C Sha Tin 
Sunshine City Phase 2 Block D Sha Tin 
Sunshine City Phase III Sha Tin 
Sunshine City Phase III Block N Sha Tin 
Sunshine City Phase III Block P Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Tai Hing Gardens Phase II Tower 4 
Tai Hing Gardens Phase II Tower 5 Tuen Mun 

Tai Hing Gardens Phase II Tower 6 Tuen Mun 

Tai Hing Gardens Phase II Tower 7 Tuen Mun 

Tai Hing Gardens Phase II Tower 8 Tuen Mun 

Tai Hing Gardens Phase II Tower 9 Tuen Mun 

Tai Hung Fai (Tsuen Wan) Centre Tsuen Wan 

Tai Yuen Commercial Centre Tai Po 

dd WA Apartments (Residential Suites & Bara 

Tavistock Central & Western 
Tavistock II Central & Western 
Telford Garden Block K1 Sham Shui Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Telford Gardens Block A1 Kwun Tong 
Telford Gardens Block A2 Kwun Tong 
Telford Gardens Block B1 Kwun Tong 
Telford Gardens Block B2 Kwun Tong 
Telford Gardens Block C1 Kwun Tong 
Telford Gardens Block C2 Kwun Tong 
Telford Gardens Block D1 Kwun Tong 
Telford Gardens Block D2 Kwun Tong 
Telford Gardens Block E1 Kwun Tong 
Telford Gardens Block E2 Kwun Tong 
Telford Gardens Block F1 Kwun Tong 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Telford Gardens Block M2 Kwun Tong 
Telford Gardens Block O1 Kwun Tong 
Telford Gardens Block O2 Kwun Tong 
Telford Gardens Block P1 Kwun Tong 
Telford Gardens Block P2 Kwun Tong 
Telford Gardens Block Q1 Kwun Tong 
Telford Gardens Block Q2 Kwun Tong 
Telford Gardens Block R1 Kwun Tong 
Telford House Kwun Tong 
Telford Plaza II Kowloon City 
The Altitude Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Commercial/Industrial/Public Utilities | Yau Tsim Mong 
The Capitol Club House Private/HOS Residential Sai Kung 
The Capitol Tower 1 Private/HOS Residential Sai Kung 
The Capitol Tower 2 Private/HOS Residential Sai Kung 
The Capitol Tower 3 Private/HOS Residential Sai Kung 
The Capitol Tower 5 Private/HOS Residential Sai Kung 
The Capitol Tower 6 Private/HOS Residential Sai Kung 
Commercial/Industrial/Public Utilities |Central & Western 
The Chinese Bank Building Commercial/Industrial/Public Utilities |Central & Western 
DP DAR AM ine RUM E Commercial/Industrial/Public Utilities [Sha Tin 
Benjamin Franklin Centre 
The Chinese University of Hong Kong Chung | commercial/Industrial/Public Utilities [sha Tin 
Chi College Administration Building 
The Chinese University of Hong Kong : i : sla ; 
Blixabeth use Moore Library Commercial/Industrial/Public Utilities |Sha Tin 
The Chinese University of Hong Kong Esther |. mmercial/Industrial/Public Utilities |Sha Tin 
Lee Building 
Tue eon dica a Hone Kong HQ. Commercial/Industrial/Public Utilities |Sha Tin 
Hang Engineering Building 
me Cao pu gk Hong Benet Commercial/Industrial/Public Utilities |Sha Tin 
Yeung Shing Building 
Tue Cia HINTS one E Gue asbes Commercial/Industrial/Public Utilities |Sha Tin 
of Chinese Study 
De ae DEE ons Wek Commercial/Industrial/Public Utilities |Sha Tin 
Sports Building 
The Chinese University of Hong Kong Pi Chiu |, mmercial/Industrial/Public Utilities Sha Tin 
Building 
The conor boner OE Hone Rong science Commercial/Industrial/Public Utilities |Sha Tin 
Centre North Block 
The Chinese University of Hong Kong Science : 3 3 me ; 
1/Industrial/Public Utilit ha T 
Centre South Block with Lady Shaw Building RESI ALTO SED SR d Un RAFA 
SE Commercial/Industrial/Public Utilities [Sha Tin 
University Health Centre 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


WA da University of Hong Kong (Tai Tai Po 

The Factory Southern 

The Floridian Eastern 

The Forest Hills Wong Tai Sin 

The Forum Central & Western 
The Gateway Tower 1 & 2 Yau Tsim Mong 
The Gateway Tower 6 Yau Tsim Mong 
The Graces. Providence Bay Tai Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Hs Kong & China Gas North Point Biss 

The Hong Kong Club Building Central & Western 
The Independent Schools Foundation Academy Southern 

f. NE Schools Foundation Academy dentini 

The Laguna Mall Kowloon City 
The Lamma Palace Kowloon City 
The Leighton Hill Tower 1 Wan Chai 
The Leighton Hill Tower 2 Wan Chai 
The Leighton Hill Tower 3 Wan Chai 
The Leighton Hill Tower 5 Wan Chai 
The Leighton Hill Tower 6 Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


The Mark Kwun Tong 

The Masterpiece Yau Tsim Mong 
The Metropolis Residence Tower 1 Kowloon City 
The Metropolis Residence Tower 2 Kowloon City 
The Morrison Wan Chai 

The Nova Central & Western 
The Octagon Tsuen Wan 
sad ne vei of Hong Kong, Homantin xau Tode 
2 ae + of Hong Kong, Homantin Yar Tein Mone 
The Opulence Kowloon City 
The Pacifica Tower 1 Sham Shui Po 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


The Peak Galleria Central & Western 
The Peak Tower Central & Western 
The Pemberton Central & Western 
The Peninsula Hong Kong Yau Tsim Mong 
The Pinnacle Block 1 Sai Kung 

The Pinnacle Block 2 Sai Kung 

The Pinnacle Block 3 Sai Kung 

The Pinnacle Block 4 Sai Kung 

The Prince Place Kowloon City 

The Reach Yuen Long 

The Redhill Peninsula Site A Southern 

The Rise Tsuen Wan 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


The Waterfront Tower 6 Yau Tsim Mong 
The Waterfront Tower 7 Yau Tsim Mong 
The Waterside Tower 1 Sha Tin 

The Waterside Tower 2 Sha Tin 

The Wave Kwun Tong 

The Wings Clubhouse Sai Kung 

The Wings Tower 1 Sai Kung 

The Wings Tower 2 Sai Kung 

The Wings Tower 3 Sai Kung 

The Wings Tower 6 Sai Kung 

The Wings Tower 7 Sai Kung 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Tierra Verde Tower 2 Kwai Tsing 
Tierra Verde Tower 3 Kwai Tsing 
Tierra Verde Tower 3A Kwai Tsing 
Tierra Verde Tower 5 Kwai Tsing 
Tierra Verde Tower 6 Kwai Tsing 
Tierra Verde Tower 7 Kwai Tsing 
Tierra Verde Tower 8 Kwai Tsing 
Tierra Verde Tower 9 Kwai Tsing 
Tiffan Tower Wan Chai 
Times Square Tower One Wan Chai 
Times Square Tower Two Wan Chai 
Times Tower Commercial/Industrial/Public Utilities |Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Tower 8, One Beacon Hill Kowloon City 
Tower 9, Le Prestige Sai Kung 
Tower 9, One Beacon Hill Kowloon City 
Tradeport Logistics Centre Islands 

Trans Asia Centre Kwai Tsing 
Transport Building Kwai Tsing 
Transport Plaza Yuen Long 
Trend Plaza Shopping Arcade Tuen Mun 
TSD Building Kwai Tsing 
Biss Kwan O Hospital Ambulatory Care Su Kung 
Tsing Yi Estate Yee Kui House Kwai Tsing 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Tung Chung Crescent Block 1 
Tung Chung Crescent Block 2 Islands 
Tung Chung Crescent Block 3 Islands 
Tung Chung Crescent Block 5 Islands 
Tung Chung Crescent Block 6 Islands 
Tung Chung Crescent Block 7 Islands 
Tung Chung Crescent Block 8 Islands 
Tung Chung Crescent Block 9 Islands 
Tung Chung Crescent Club House Islands 
Tung Fai Gardens Fook Chak House Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Tung Yiu Commercial Building Central & Western 
TWGHs Wong Fung Ling Memorial Building Central & Western 
Two Chinachem Exchange Square Eastern 

Two Chinachem Plaza Central & Western 
Two Exchange Square Central & Western 
Two International Finance Centre Central & Western 
Union Court Sha Tin 

Union Court Sha Tin 

Union Hospital Sha Tin 

Union Hospital Sha Tin 

Union Park Centre Yau Tsim Mong 
University Heights Block 1 
University Heights Block 2 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Verbena Heights Block 7 Sai Kung 
Vianni Cove Block 1 Yuen Long 
Vianni Cove Block 1 Yuen Long 
Vianni Cove Block 2 Yuen Long 
Vianni Cove Block 2 Yuen Long 
Vianni Cove Block 3 Yuen Long 
Vianni Cove Block 3 Yuen Long 
Victoria Garden Southern 
Victoria Shanghai Academy Southern 
Villa Bel-Air Southern 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Villa Esplanada Block 5 
Villa Esplanada Block 6 
Villa Esplanada Block 7 
Villa Esplanada Block 8 
Villa Esplanada Block 9 
Villa Esplanada Club House 
Villa Esplanada Shopping Centre 
Villa Monte Rosa Block A 
Villa Monte Rosa Block B 
Villa Monte Rosa Block C 
Villa Monte Rosa Block D 


Villa Monte Rosa Block E 


(as at 8 February 2018) 


Private/HOS Residential Wan Chai 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Vista Paradiso Tower 5 Sha Tin 
Vista Paradiso Tower 6 Sha Tin 
Vista Paradiso Tower 7 Sha Tin 
Vista Paradiso Tower 8 Sha Tin 
Vista Paradiso Tower 9 Sha Tin 
Wah Fung Garden Kwai Tsing 
Wah Sing Industrial Building Kwai Tsing 
Wah Sum Shopping Centre North 

Wai Wah Centre Sha Tin 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Wharf T & T Centre Yau Tsim Mong 
Wheelock House Central & Western 
Win Plaza Wong Tai Sin 
Windsor House Wan Chai 

Wing Cheung Mansion Wan Chai 

Wing Fok Centre Tower 1 North 

Wing Fok Centre Tower 2 North 

Wing Fok Centre Tower 3 North 

Wing Fok Centre Tower 4 North 

Wing Fok Centre Tower 5 North 

Wing Fok Centre Tower 6 North 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 


Wo Ming Court Wo Cheong House 
Wo Ming Court Wo Fai House 

Wo Ming Court Wo Hui House 
Wo Ming Court Wo Yat House 
Wonderland Villas Block 11 
Wonderland Villas Block 14 
Wonderland Villas Block 16 
Wonderland Villas Southern Clubhouse 
Woodcliffe 

Woodland Crest Block 1 
Woodland Crest Block 2 


Woodland Crest Block 3 


(as at 8 February 2018) 


Private/HOS Residential North 


nni; 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


World Tech Centre Kwun Tong 
World-Wide House Central & Western 
WSD Kowloon West Regional Building Sham Shui Po 

Wu Chung House Central & Western 
Wyler Gardens Wei Chien Court Block A - J Kowloon City 
Wylie Court Block A Yau Tsim Mong 
Wylie Court Block B Yau Tsim Mong 
Wylie Court Block C Yau Tsim Mong 
Wylie Court Block D Yau Tsim Mong 
Wylie Court Block E Yau Tsim Mong 
Yan's Tower Southern 

Yardley Commercial Building Commercial/Industrial/Public Utilities |Central & Western 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Yuccie Square Tower 2 Yuen Long 





Name of Buildings awarded the Quality Water Supply Scheme for Buildings - Fresh Water (Plus) Certificate 
(as at 8 February 2018) 


Total 2,195 








